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Al United - Heating, Air Conditioning & 
Electrical Contractors in Omaha, NE 




UNITED 



As a preferred 24 hour heating and cooHng service in the Omaha, NE and Council Bluffs, 
lA areas, A-1 United has been assisting home and business owners with keeping their 
HVAC systems running smoothly since 1975. 

HVAC & Electrical 

We understand that you have plenty of options to choose from in terms of heating and air 
conditioning contractors, which is why we value each and every one of our customers so 
much. As well, there's no need to search among other electrical contractors for your next 
repair or installation of light fixtures, outlets, circuit breakers and more - we have you 
covered. By combining our decades of experience with around the clock service, you can 
truly depend on our HVAC and electrical professionals. 

Emergency HVAC Service 

Our emergency furnace repair service is available 24 hours a day, seven days a week. We 
know that emergencies can strike at any time, which is why we've made getting the 
service you need when you need it easier than ever. Whether you need simple air 



conditioner or furnace repair or a complete new furnace installation, there's no need to 
panic when you have A-1 United on your side. 

Highly Trained^ Highly Professional 

Our company is employee owned and operated, allowing us to focus on bringing the best possible heating and air service to our 
customers in and around the Omaha, NE and Council Bluffs, I A areas. Air conditioning installation, gas furnace repair, and home 
humidifier replacement are just a few of the valuable services we're proud to offer. 
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A-1 United Heating, Air Conditioning & 
Electrical 

Telephone 402-593-7500 
Fax 402-593-7952 



Heating and Air Conditioning Replacement 



A-1 United Heating and Air Conditioning offers a wide variety 
of services for all of your comfort needs. We offer Lennox 
heating and air conditioning equipment in all grades of 
efficiency and for all sizes of homes, and now offer American 
Standard heating and air conditioning equipment in all grades 
of efficiency. All installations include a follow-up service 
check, free of charge, after the equipment is completely 
installed to ensure that your system is operating at peak 
efficiency and installed according to all factory specifications. 
Our estimators can analyze your indoor comfort needs and 
assist with the finest Lennox and American Standard furnaces, 
air conditioners, heat pumps, GEO Thermal equipment, 
Aprilaire automatic humidifiers, Lennox Pureair systems. High 
efficiency filters, Lennox and Honeywell control systems and 
now Solar for your home. Our lAQ equipment can filter out 
pollens, particulates and odors, making your home allergy-free 
which benefit a multitude of health conditions. Call today for a 
free estimate. 





Commercial Heating and AC Service Omaha 

The A-1 United Commercial Department provides 
our customers with everything they need to complete 
any job from start to finish. Whether you're planning 
a remodel or new construction, the professionals in 
our commercial department can handle it with over 
30 years of combined experience in commercial 
estimating and installation. Our goal is to help make 
your project a successful, profitable, and painless 
both in the planning and in the field. We now offer 



Equipment Leasing for your commercial needs. 
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Heating and Air Conditioning 
Service Omaha 

Our technicians service all makes and models 

of heating and air conditioning product. We 

also provide 24/7 emergency assistance 

should your equipment break down during 

non-office hours, well equiped and stocked 

vehicles for all your parts needs and receive 

continuing education and training. 

A-1 United offers maintenance agreements, 

this service provides an overall check-up on 

your heating and cooling equipment, once a 

year for your heating unit and once a year for 

your cooling unit. This service not only 

offers a headache-free way of maintaining 

your equipment, but also provides you with a 

15% discount on parts and labor fees, above 

and beyond your agreement. Call us today for 

more information on maintenance 

agreements. 





Residential and Commercial Electrical Omaha 
New Residential and Commercial wiring. 



We repair or replace Outlets, Switches, Light Fixtures, Fuse Panels, 
Circuit Breakers and more. 

We specialize in customer service. Our highly qualified and trained 
staff are skilled at installing everything from a new service on your 
home to repairing an outlet. 

You can feel confident calling A-1 United, knowing that our highly 
trained electricians will treat you and your family with the respect and 
attention to safety you deserve. 




New Home Heating and Air Conditioning 




Our Residential New Construction department will accommodate any new home construction job you have. We 
provide outstanding service to home builders and individuals, including many area home builders, so that we may 
create the most comfortable home possible. 

Working with over 14 Home Builders in our area we have all the tools and resources needed to complete projects 
of any size. Members of the Home Building Professionals of Greater Omaha, Air Conditioning Contractors of 
America (Quality assured New Homes), NATE (North American Technician Excellence) and more. 



A-1 United Heating, Air 
Conditioning & Electrical 

4972 F Street 
Omaha, Nebraska 681 17 
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www.alunited.net 



